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(BELOW ENG BLOCK) 
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» (DASH PANEL HARN. 
\ NEAR BREAKOUT TO 
'42-PW BLACK CONN 
H LEFTS#* OF ENG 
ABOVE TRANS AXLE) 



TRANSMISSION 
RANGE SENSOR 
(TOPOFTRANSAXLE 
HOUSING) 


BRAKE ONIOFF (BOO) SWITCH 
(ON BRAKE PEDAL) 

GRYIBLK _ 


(DASH PANEL HARNESS. 

NEAR BREAKOUT TO 
SPEED CONTROL MODULE 
OR SPEED CONTROL JUMPER) 


(ENGINE HARNESS, j 
NEAR BREAKOUT ! 
TO ENGINE | 
COOLANT TEMP ' 
SENDER) - 



HEATEO OXYGEN 
SENSOR #12 
(UNDER CAR BOOT, 
DOWNSTREAM 




HEATED OXYGEN 
SENSOR HU 
(REAR OF ENG 
COMPT, ON 
EXHAUST 
MANIFOLD) 


HEATED OXYGEN 
SENSOR #22 
(UNDER CAR BODY. 

DOWNSTREAM 
FROM CATALTTIC 
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T019-PIN WHITE 
CONN CENTERED ATOP 
OF TRANSAXLE) 

„ (ENGINE HARNESS, 
NEAR BREAKOUT 
TO CAMPSHAFT 
POSITION SENSOR) 


HEATED OXYGEN 
SENSOR #21 
(REAR OF ENG 
COMFT. ON 
EXHAUST 
MANIFOLD) 


POWERTRAIN CONTROL 
MODULE (PCM) 
(RIGHT REAR CORNER 
OF ENG COMPT. 
MOUNTED IN COWL) 












